BILL NO. S-72-06- 


SPECIAL ORDINANCE NO. S- ^ 7 " 7 ?- 


AN ORDINANCE approving Water Contract 
No. 7208 between RALPH L. SHIRMEYER, INC. 
and the FORT WAYNE WATER UTILITY for a 
water main on Dunkelberg Road. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. The Water Contract No. 7208 dated April 27, 1972 
between RALPH L. SHIRMEYER, INC., as Contributor, and the FORT WAYNE 
WATER UTILITY, by and through the Mayor and the Board of Public Works 
as Utility, for construction of water line on Dunkelberg Road from a 
point 835 feet west of the Winchester Road, thence westward a distance 
of 1760 + feet to Hemphill Drive. 

Total cost of said main is $32,224.00 of which the City shall 
pay $6,151.00; the Contributor shall pay $25,078.00, and the Utility 
expenses for furnishing for inspection, testing, etc. $995.00, all as 
more particularly set forth in said contract which is on file in the 
office of the Board of Public Works and is by reference incorporated 
herein and made a part hereof, is hereby in all things ratified, con- 
firmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect 
from and after its passage and approval by the Mayor. 
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SUSPENSION OF RULES 


Councilman, Winfield C. Moses, Jr. moved to suspend the rules on 
passage of BILL NO. S-72-06-26 at this meeting of June 27, 1972, 
of the Common Council of the City of Fort Wayne, Indiana. Said 
motion was seconded by Councilman, Paul "Mike" Burns, and duly 
passed by unanimous vote of all legally elected members of the 
said Common Council. 

The above BILL and SPECIAL ORDINANCE was accordingly placed on 
its passage. 


City Clerk 


Board of Public Works 
City-County Building 
Fort Wayne, Indiana 46802 


June 27, 1972 


City Attorney 
Fort Wayne, Indiana 

Dear Sir: 

Please prepare an Ordinance to be Introduced in the Common Council 
Tuesday, June 27, 1972 at 8:00 p.m. for the following: 

Water Contract 7208 for Ralph Shimeyer, Inc. for construction of 
a water line on Dunkelberg Road from a point 835 feet west of the 
Winchester Road, thence westward a distance of 1760+ feet to Hemphill 
Drive. 

The Mobls-Westropp Construction Company, Inc. was selected as contractor. 
The total cost is $32,224.00 set out as follows: 

Paid to contractor by contributor $25,078.00 

Utility expenses furnished for Inspection, 

testing, etc. 995.00 

Paid to contractor by Utility (City's share) 6, 1 51.00 

Total $32,224.00 


Yours truly, 

Jerry D. Boswell 
Ronald L. Bonar 
William G. Williams 

BOARD OF PUBLIC WORK? 
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Enclosure (copy of water contract) 


